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RuLEs AND REGULATION s-1962
Bee Regulations
Promulgated under authority of Section 3-182, Code of Laws of S. C., 1952
Regulations Governing the Transportation into and within the State of
Honey Bees, Beekeeper's Supplies and Equipment and Honey.
Whereas several species of dangerous brood diseases occur in many
states of this country and in foreign countries, and whereas these diseases
occur in our neighboring states, and as these diseases are not widely
distributed in South Carolina, in order to offer as adequate protection as
possible to the rapidly developing beekeeping industry of South Carolina,
the following regulations are promulgated and shall be in full force and
effect on and after April 15, 1922.
Regulation B-1. All honey bees shipped or moved into the State of
South Carolina shall be accompanied by a certificate of inspection
signed by the State Entomologist, state apiary inspector or other qualified
official of the state or country from which such bees are shipped or
moved. Said certificate shall certify to the apparent freedom of the bees,
their combs and hives, from contagious and infectious diseases, and must
be based upon the actual inspection of the bees and the equipment within
a period of 60 days preceding shipment; provided that when honey bees
are shipped into this state from other states or countries wherein no
official apiary inspector, state entomologist or other qualified official is
available, the South Carolina State Crop Pest Commisson through its
executive officers may issue permit for such shipment upon presentation
of suitable evidence, showing such bees to be free from disease.
Regulation B-2. The shipment or movement into this state from other
states and countries of used or second-hand bee hives, honey combs,
frames and other beekeeping fixtures, is hereby prohibited, except when
such shipments are accompanied by a certficate of the state entomologist,
state apiary inspector or other qualified official of the state or country
from which said equipment is shipped or moved, certifying that the
apiary or place at which such shipment orginated, was inspected and
that no evidence of contagious or infectious diseases was found; pro-
vided that in the absence of facilities for such inspection, the South
Carolina State Crop Pest Commission may issue permits for the ship-
ments into this state of such second-hand equipment upon the presentation
of satisfactory evidence, showing that the material is not likely to convey
any contagious or infectious diseases of honey bees or that such material
was properly disinfected.
Regulation B-3. A quarantine is hereby placed by the South Carolina
State Crop Pest Commission on all apiaries, bee yards and colonies of
bees within this state where any American foul brood, European foul
brood or other contagious or infectious disease of honey bees is known
to exist, and hereafter such quarantine shall become effective upon all
apiaries, bee yards or colonies of bees where any American foul brood,
European foul brood or other contagious or infectious disease is dis-
covered. The removal of any and all colonies of bees, queen bees, nuclei
and combs from such diseased and quarantined apiaries, is hereby pro-
hibited until such time as the State Crop Pest Commission shall have


